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07/29/2011 


Breniia Flynn 

Assistant District Attorney, Suffolk County 


Dear ADA Flynn, 


Enclosed is the infonnation you requested in regards to Commonwealth vs. 
Included are copies of the following: 



1. Curriculum Vitae for Daniela Frasca and Delia Saunders. 


2. Drug Analysis Laboratory Receipt. 

3. Control Cards with analytical results for samples 

4. Analysis sheets with custodial chemist’s hand notations and test results. 

5. GC/Mass Spectral analytical data for samples # 

Daniela Frasca was the custodial chemist and perfonned the preliminary testing and net weight for 
this sample. Della Saunders was the confinnatory chemist and analyzed the GC/MS data for this 
sample. 


If you have any questions about these materials, please call me at the number below. 



Aimie Dookhan 
Chemist 11 
Drug Analysis Lab 
Jamaica Plain, MA. 02130 
(617) 983-6631 
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Dnniein Frasca 


Curriculum Vitae 


Education 

Boston University School of Medicine, Boston MA 

Currently enrolled in the Biomedical Forensic Science MS Program 

Suffolk University, Boston, MA 

Graduated in 05/1996 and received a Bachelor of Science in Biochemistiy 

EXPERIENCE 

Massachusetts State Laboratory Institute/DPH, Jamaica Plain, MA 01/2001 - present 
Dnig Laboratory: Chemist II 

• Analysis of all substances by chemical screening, microscopy, and instniment confinnation to 
detennine the presence of dings for law enforcement agencies in the Coimnonwealth of 
Massachusetts. 

• Appointed assistant analyst on January 29, 2001 by the Assistant Commissioner of DPH 

• Completed four weeks of training in dnig analysis under the supemsion of senior chemists. 

Quest Diagnostics Incorporated, Cambridge, MA 09/1996 - 10/2001 

Department of Toxicology: Medical Technologist I 

• Handles comprehensive toxic analysis, therapeutic ding monitoring, forensic drug screening, 
and compound ID’s of biohazard samples utilizing standard operating procedures in clinical 
toxicology. 

• Entered data and interpreted results for reporting 

• QC/QA of multiple analytical instnimentation as well as maintenance 

• Completed 60 days of training under the supervision of doctorate level toxicologists. 


Additional Training 

Northeastern Association of Forensic Scientists 

Designer Drugs Clandestine labs 

Agilent rnshnnients and Software Digital Photography 

McCrone Research Institute 
Forensic Polarized Microscopy 
Polarized Microscopy of Illicit Drugs and Excipients 

Massachusetts State Laboratory Institute 
Expert Witness 
Raman Spectroscopy 


Associations and Programs 

• Northeastern Association of Forensic Scientists (NEAFS) 

• The International Association of Forensic Toxicologists (TIAFT) 

• The International Association of Therapeutic Drug Monitoring 
And Clinical Toxicology (lATDMCT) 

• Massachusetts State Science Fair Judge 

• Middle School State Science Fair Judge 

• Volunteer Science Project Mentor/Tutor 
for the TTT Mentor Program 


2001 - present 
2003 - present 
2003 - present 

2000 - present 
2006 - present 
2003 - present 


Folk OIG PRR 056121 





Curriculum Vitae 


Della Saunders 
Education: 

Boston University Boston, MA. Bachelors of Arts in Chemistry 1982 
Experience: 

1985-present: Currently Chemist HI Massachusetts Department of Public Health Drug 
Analysis Laboratory at State Laboratory Institute Boston, MA. Responsible for analyzing 
unknown substances submitted by Massachusetts law enforcement agencies; operating, 
maintaining, and interpreting data from analytical equipment (analytical balance, 
microscope, gas chromatogram, ultraviolet spectrometer, infrared spectrometer, gas 
chromatogram/mass spectrometer); training junior level chemists; providing expert 
testimony to local, state, and federal courts in the Commonwealth of Massachusetts. 

1984-1985: Laboratory Technician in the Media Laboratory at State Laboratory Institute 
Boston, MA. Responsible for making chemical reagents and media plates; operating and 
maintaining laboratory equipment (autoclave, pH meter, ultra-violet hood), and collecting 
safety data for laboratory protocols. 

Training: 

1985: Six week training with Senior Staff at Massachusetts Department of Public Health 
(MDPH) Drug Analysis Laboratory Boston, MA. Appointed Assistant Analyst MDPH 

1987: One week training course in drug analysis given by the Federal Drug Enforcement 
Agency (DBA) McLean, VA. 

1992: Training in Gas Chromatograph/Mass Spectroscopy (GC/MS) Hewlett Packard 
(Agilent) 

1996: Training in Fourier Transform Infra-Red Spectroscopy ETA (Analect) 

2001: Expert Witness Workshop National Laboratory Training network Quality 
Assurance/Quality Control Training (MDPH) 

2002: Techniques of Supervision Training (MDPH) 

999: Notary Public Commonwealth of Massachusetts 
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D£PAR7M£Nr 


DRUG RECEIPT 


District/Unit 


BOOK # 
PAGE # 


DESTRUCTION #. 




Name & Rank of Arresting Officer _ Mi. J. 
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. No. Date Analyzed: 3 £p ^ 0 20tS^ 

City; Boston D.C.U. Police Dept. 

Officer: P.O. SYBIL WHITE _ 

Oef; 


Amount: 3.0 

No. Cent: 1 Cont: pb 

Date Rac’d: 06/03/2010 
Gross Wt.: 1.83 


Subst: TAB 

No. Analyzed; 

Net Weight: ^> 37 ^ 


#Tests:^^^^// 


Prelim; c:7y^aaU^ 
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PRELliVlINARY TEST RESULTS 


RESULTS 

DATE 



/t ^/ 
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MICROMEDEX® Healthcare Series : POISINDEX® Document 


Page 1 of 1 


POISINDEX® Product List 
Oxycodone Hydrochloride 

Regulatory-Status: Schedule li 

Ingredients 

Active-Ingredient: Oxycodone Hydrochloride - 30 MG 

Excipients: Cellulose, Microcrystalline 
Sodium Starch Glycolate 
Starch, Corn 
Lactose 
Stearic Acid 
FD&C Blue No. 2 

Availability & Manufacturing 

Availability: United States 
Avaliable-Container-Size: Bottle of 100 

Contact: Covidien Mallinckrodt 
Product ID: 6594281 

AAPCC Code: 037705 - Oxycodone Alone or in Combination (Excluding Combination Products with 
Acetaminophen or Acetylsalicylic Acid) 

Registry Number: NDC 0406-6530-01 

Physical Description 

Imprints: M - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

30 

Alt Imprints: M30 - The M enclosed in a box is imprinted on one side and 30 above the score is 
imprinted on the reverse side. 

M30 

Form: Oral Tablet 
Color: Light Blue 
Shape: Circle 

© 1974- 2010 Thomson Reuters. All rights reserved. 


http://wwwThomsonhc,comyhcs/librarian/PFDefaultActionId/pf.PrmtReady 9/2/2010 
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Area Percent / Library Search Report 


Information from 
File Name : 
Operator : 
Date Acquired ; 
Sample Name : 
Submitted by : 
Vial Number : 
AcquisitionMeth: 
Integrator : 


Data File: 

F:\Q3-2010\SYSTEM4\09_15_10\743552.D 

DCS 

15 Sep 2010 21:21 

BLANK 

2 

DRUGS 

RTE 


Abundant .. nriC; 



Ret. Time 


Area Area % Ratio % 


***N0 INTEGRATED PEAKS*** 


743552.D Wed Jul 27 16:03:35 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_15_10\743553.D 

DCS 

15 Sep 2010 21:35 

OXYCODONE STANDARD 

53 

DRUGS 

RTE 


Abundance . irC: T4-3-553:D- 

i 6119 


i 600000i I 

I 600000i ' 

j 400000 1 I 

j 300000I 

i i H 

i 2000001 

I i 

100000! H 

; * ii 


rime-> 2.00 i50 

' 3.bo ' 3.50 ' 4.66 ’ 4.50 5.00 

5.50 

' 6.00 

6.50 7,(30 f 50 ' 8.(30 8.50 ‘ ' 9.6(3 ’ 9.50 ' ' | 


Ret. Time 

Area 

Area 

% 

Ratio % 

6.186 

1074535 

100 . 

00 

100,00 


743553.D Wed Jul 27 16:03:38 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File: 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_15_10\743553.D 
DCS 

15 Sep 2010 21:35 

OXYCODONE STANDARD 

53 

DRUGS 

RTE 


Search Libraries: C;\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


PK# RT 


Library/ID 


Minimum Quality; 90 
Minimum Quality: 90 


CAS# 


Qual 


6.19 C:\DATABASE\PMW_TOX 2.L 

Oxycodone 

Endogenous biomolecule AC 


000076-42-6 91 

000000 - 00-0 2 


Abundance 


80: 


Average of¥:i 4-31o^;3'02”mfn.: 74^315 {-) 


315 


60^ 


40! 


; 44 


70 





115 


20 

li 

1 




140 

55 

84 

00 

128 

\ : 

i oi 

1 N’-i. ' 

V r -T-, i 

' .hi 

, I j : : 

!' -L'. 

ij i. 

i^iii 


40 60 

'sb ' 

100 

120 ’ 

140 


230 


161 


201 

187 

175 214 


258 


::i;! 


I |n 244 i, 

, .jii. .. ujjj. 


i 272 287 


300 


H 327 341 355 


Abundance 


#58"3: Oxycddbne 


F1573 


315 


80 i 


60^ 


40i 


70 


230 


20i 


Ot 


hVz--> 40 


743553,D 


140 


201 


258 


1 

1 


185 

i! 

iJ: i 

217 : 

244 

Hi 1 ...r.. i 

281 

i 

300 

140 

i6o ' 

l8d 200 ’ 220 240 260 

280 

300 320 340 

27 

16; 

03:39 

2011 

Page 2 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_15_10\743558.D 

Operator : DCS 

Date Acquired : 15 Sep 2010 22:43 

Sample Name : BLANK 

Submitted by : DXF 

Vial Number : 2 

AcquisitionMeth: DRUGS 

Integrator : RTE 


Abundince T[C:743558,D 



Time-> 2.6o 2.50 3.00 3.50 4.00 4.50 5.00 5.50 6.00 6.50 7.00 7,50 8.00 6.50 9.00 9.50 


Ret, Time Area Area % Ratio % 

***NO INTEGRATED PEAKS*** 


743558.D Wed Jul 27 16:03:53 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SYSTEM4\09_15_10\743559.D 

DCS 

15 Sep 2010 22:56 


DXF 

59 

DRUGS 

RTE 


Abundance 


TIC: 743559.D 
21 


I 2500000i 

! 2000000 : 

i 15000001 

j 

I 1000000! 


500000 


|Time-> 2.00 2 . 0 o 

3.06 3.06' 4.60 4 .feo 5.00 

5.50 

6 .bo 

6.50 7.00 7.50 8 .OO 8.56 9.66 9.50 


Ret. Time 

Area 

Area 

g> 

'O 

Ratio % 

6.209 

6366274 

100. 

00 

100.00 


743559.D Wed Jul 27 16:03:56 2011 Page 1 
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Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F: \Q3-2 010\SYSTEM4\09__15_10\743 559 .D 
DCS 

15 Sep 2010 22:56 


DXF 

59 

DRUGS 

RTF 


Search Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW_TOX2.L 
C:\DATABASE\NIST98.L 


Minimum Quality: 90 
Minimum Quality: 90 


PK# RT 

Library/ID 

CAS# 

Qual 

1 6.21 

C;\DATABASE\NIST98.L 




Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Oxycodone 

000076-42-6 

99 


Abundance 


801 


Averap14 51o ^83 ml n D" (-)' 


316 


60 


40 


20 


230 


I Oh. 

jn/z--> 40 60 80 

Abundance 


42 

fj 

115 


i 140 

I 

1 1 ' i! < 

.84 98 J W 1, 161^75 


201 
187 I , 


258 


'■ 244 


300 

'^,287 i jj, 327 341 355 377 405 423 


'“#128608:'Oxycodoife 


315 


m/z-> 


80; 





601 




1 





230 ; 

40; 







140 

201 


20i 70 



( 

258 



116 I 

187 1 

217 j !i 

i29 "" 58 ' 84 

98 

J 127 i 

157 U5 1 

■; 244 1 272 200 300 

U i -T-T—•■■i-T—I. 

40 60 80 

Too 


'i^o "iso' 200 

^iO 240 260 280 300 320 


743559.D 


Wed Jul 27 16:03:57 2011 


Page 2 


Folk OIG PRR 056132 





































Area Percent / Library Search Report 


Information from Data File; 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


P:\Q3-2010\SYSTEM4\09_15_10\743573.D 
DCS 

16 Sep 2010 2:06 

BLANK 

2 

DRUGS 

RTF 


Abundance. ~ T[nrr45575.TT 



'rime-> ° 2.66 2.66' 3.00 3.50 4.bo 4.50 5.66 ^66 6.00 6.50' 7.00 7,50 8.56 8.50 9.60 9.6o 


Ret. Time 


Area Area % Ratio % 


***NO INTEGRATED PEAKS*** 


743573.D 


Wed Jul 27 16:04:08 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File 


File Name 
Operator 
Date Acquired 
Sample Name 
Submitted by 
Vial Number 
AcquisitionMeth 
Integrator 


F:\Q3-2010\SySTEM4\09_15_10\743 574 .D 
DCS 

16 Sep 2010 2 I 20 

OXYCODONE STANDARD 

53 

DRUGS 

RTE 


iSfiiiridarice 

800000: 

I 600000i 

: 400000; 

: 200000 

I ! 

i OU^. , ^ , . - 

[rime--> 2.00 2.50 3.00 3.50 4.00 4.50 5.00 


TIC: 74357'4.D' 

6j18 


5.ho ' 6.00 6.50 ' ' 7.00 ' ' 7.60 ' ' 8.bo 8.60 ' ' 9.bo ’ 9.50 


Ret. Time 

Area 

Area % 

Ratio % 

6.183 

1293848 

100.00 

100.00 


743574.D Wed Jul 27 16:04:11 2011 


Page 1 
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Area Percent / Library Search Report 


Information from Data File: 

File Name : F:\Q3-2010\SYSTEM4\09_15_10\743574.D 

Operator : DCS 

Date Acquired ; 16 Sep 2010 2:20 

Sample Name : OXYCODONE STANDARD 

Submitted by : 

Vial Number : 53 

AcquisitionMeth: DRUGS 
Integrator : RTE 


Search 

Libraries: C:\DATABASE\SLI.L 

C:\DATABASE\PMW TOX2.L 

C:\DATABASE\NIST98.L 

Minimum Quality 
Minimum Quality 

: 90 
; 90 

PK# 

RT 

Library/ID 

CAS# 

Qual 

1 

6.18 

C:\DATABASE\PMW_TOX2.L 
Oxycodone 

Endogenous biomolecule AC 

000076-42-6 

000000-00-0 

91 

4 


































